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Output ports 

■ESC/Servo 


Flexi-IO port 

■PWM/PPM 
■Additional outputs 
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Flexi and Main 
extension ports 

■S.BUS/I2C/UART 
-Spektrum Satellite 
-NMEA GPS 
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Up to 6S 
















CAM 



Right Controller 
configurator 





















































Flight controller Naze32 conn 


NAZE32 / MinimOSD / GPS / RSSI 
Connection Diagram 


FOR uBtox GPS: 


Enat>«eGPS 
BascFlight 
CU With these 
3 commands: 


Wftespy 'house* uB4ox 6f1 GPS 


feature GPS 
set gps type ■ I 
set gps^baudrate ■ 0 




PPM 

FrSky 

Receiver 

TEUEM-Tx 

TELEM-God 

with 

RSSI 

Telemetry 

Power 1 


Enable PPM in CU 
wnth this command: 


feature PPM 


Enable FrSky telemetry 
in CU With this command: 


feature TELEMETRY 


Enable Buzzer in CU 
wvth this command: 


feature BUZZER 


lA 47 MTO Ci»«c4p» I R rMfeor 

Optional circuit to convert FrSky RSSI 
from PWM to an analog signal. 

In KV Team GUI RSSI section select: 
Input: ADC and PWM: OFF 
























































